Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Text 


UNCLASSIFIED POSS DUPE 
PAGE 01 STATE 012662 
61 

ORIGIN EUR-25 

INFO OCT-01 ISO-OO PM-07 CIAE-00 INR-10 NSAE-00 RSC-01 

S PC-03 PA-04 PRS-01 USIA-15 /067 R 

DRAFTED BY EUR/WE:RPGALLAGHER:CEK 
APPROVED BY EUR - MR STABLER 
OASD/ISA/EUR - MR C LLOYD 
EUR/WE - MR VINE 

027170 

R 191930Z JAN 74 

FM SECSTATE WASHDC 

TO AMEMBASSY ROME 

SECDEF 

JCS 

CNO 

CINCLANTFLT 

CINCUSNAVEUR 

USCINCEUR 

USNMR SHAPE 

COMSIXTHFLT 

COMFAIRMED 

NSA NAPLES 

UNCLAS STATE 012662 

E.O. 11652: N/A 
TAGS: MARR, IT 

SUBJECT: REPLACEMENT OF USS CASCADE AT NAPLES 

1. THE NAVY PLANS TO REPLACE USS CASCADE WITH USS PIED- 
MONT IN LATE SUMMER 1974. THIS IS A ROUTINE ACTION, IN 
ACCORDANCE WITH EXISTING PLANS AND PROCEDURES CONCERNING 
SHIP INACTIVATIONS AND OVERHAULS. PIEDMONT WILL CONTINUE 
THE ROLE OF CASCADE IN PROVIDING MATERIAL AND LOGISTIC 
SUPPORT OF THE SIXTH FLEET. 

2. THE SPECIFIC DATES OF CASCADE DEPARTURE AND PIEDMONT 
ARRIVAL NOT YET FIRM. DATES AND ALL DETAILS RELATING TO 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 012662 

THIS ACTION MAY BE OBTAINED ROUTINELY FROM USUAL NAVY 
SOURCES. CASCADE IS INTENDED TO BE INACTIVATED DUE TO 
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AGE AND MATERIAL CONDITION, WHILE PIEDMONT HAS BEEN 
MODERNIZED TO BETTER MEET THE NEEDS OF THE SHIPS IT 
SUPPORTS. 

3. PLEASE INFORM GOI OF THIS ACTION, STRESSING ROUTINE 
NATURE OF SAME. 

4. DEFENSE CONCURS. RUSH 
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